To:  Li,  CorinefLi. Corine@epa.gov];  Lee,  Bessie[Lee. Bessie@epa.gov] 

Cc:  Philene  Herrera[philene. herrera@nndoh.org];  Merle 

Chischilly[mchischilly@navajopublicwater.org];  Elisa  Arviso[elisa@navajopublicwater.org];  Philbert 
Yazzie[pyazzie@navajopublicwater.org] 

From:  Yolanda  Barney 

Sent:  Tue  8/11/2015  1:55:27  PM 

Subject:  Fw:  ICP  @ Shiprock  Chapter  - Contact  # 

FYI 


Forwarded  Message 

From:  Eugenia  Quintana  <eugeniaquintana@navajo-nsn.gov> 

To:  Primeaux  Youvella  <pyouvella@navajo-nsn.gov> 

Cc:  Yolanda  Barney  <ybarney@navajopublicwater.org> 

Sent:  Monday,  August  10,  201 5 10:50  AM 
Subject:  FW:  ICP  @ Shiprock  Chapter  - Contact  # 

Hi  Primeaux: 

Can  you  put  up  the  phone  number  at  Shiprock  Chapter  as  the  main  contact? 

For  questions  about  the  Gold  King  Mine  waste  water  spill,  call  the  Incident  Command 
Post  at  Shiprock  Chapter:  505-368-1081. 

Thanks. 

Eugenia 


From:  Eugenia  Quintana 

Sent:  Monday,  August  10,  2015  10:13  AM 

To:  Donald  D.  Benn;  Ronnie  Ben;  dianemaloneTFerso?Ti  Emair/Ex.'6 ] Anderson  Harvey;  'Yolanda  Barney'; 
'Chischilly';  'Steve  Austin';  Patrick  Antonio;  Philbert  Yazzie 

Cc:  Herman  Shorty;  d ba i nf Personal' ima wex'TI  Rick  Abasta;  Emerson  Lee;  'Rose  Whitehair'; 
'harlan_cleveland@navajodps.org';  'dougias_watchman@navajodps.org' 

Subject:  ICP  @ Shiprock  Chapter  - Contact  # 

While  the  ICP  is  still  set  up  at  Shiprock  Chapter,  the  number  to  call  for  information  is: 
505-368-1081  (according  to  Perry  Begay,  Logistics  Section  at  Shiprock  Chapter). 

The  ICP  will  be  moved  to  Kayenta  in  following  the  movement  of  the  plume.  I was  not 
provided  with  a date  for  the  transition. 

Eugenia  Quintana 
871-7800 


2412472 


ED  000552F  00001990-00001 


